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10th  February,  190 


•  To  The 

URBAN  DISTRICT  COUNCIL 


of 


WITHERNSEA 


Medical  Officer  of  Health’s  Annual  Re  crt. 

Gentlemen, 

Herewith  I  beg  to  pres< nt  my  Annual  Report  for  the  year 

ending  31st  December,  1002. 

X  estimate  the  population  of  the  District  at  1450:  At  the 
Census  of  1901  the  population  was  1 A l A. 

During  the  year  22  Births  were  registered  in  tie  District, 
vis:-  22  Males  and  10  Penal e s .  The  rate  per  1000  being  22.06  as 

conpare?  with  28.6  for  the  whole  of  England  and  v/aies* 

There  were  26  Deaths  —  lb  Males  and  315  Females  —  the  net 
rate  being  17.9  per  1000  —  She  rate  for  the  whole  of  K  nd  and 
Wales  is  16.3. 

It  will  be  seen  by  the  accompanying  tables  that  in  eotinat-  L 

ing  the  net  death  rate  for  the  year,  only  one  c  ba  subtracter  ao 
beiro;  that  of  a  9 non-resident 9  occurring  in  u  Public  Institution  in 
the  District*  Not  only  vust  we  include  deaths  among  visitors,  ranny 

of  whom  ootne  here  only  on  account  of  Illness  and  who 

as  part  of  the  residential  population,  but  we  isust  even  include,  as  wo 
do  this  Jrear*  the  de  ath  of  an  unknown  washed  up  by  the  sea*  The  deaths 
aT?ong  the  actual  residential  population  to  v/hom  alone  the  above  estimate 
of  1450  refers,  have  been  81,  or  14.-1-  per  1000  with  an  average  are  of 

54.8  years. 

On©  occurred  under  r  which  equals  31.2  per  1000 

births  registered,  as  compared  with  .1  b'6  per  1000  for  the  whole  of  England 
and  Wales.  Three  be  tween  the  ages  of  1  and  8  years.  Thirteen  between 
85  and  66,  and  Ten  65  and  upwards. 


There  v/cre  4  Inquests.  lie  <rt  Dise  so  accounted  for  5 
deaths*  firkin  Discuses  4,  Kidney  Disease  15*  Old  Age  3,  Consumption 

i*  Fnterie  Fever  1. 

It  Is  worthy  of  note  that  the  cevr n  chief  epidenlo 
diseases  account  for  but,  one  dc  »th*  the  r  ite  per  100C  being  .6b  aa 
against  *04  for  the  whole  of,  and  1*14  for  H  Sngl<  .  las • 

Fourteen  cases  of  Infectious  Disease  were  notified  *  viz:- 
Dlpttterle  '5*  Scarlet  Fever  3 ,  Enteric  Fever  3 „  and  -isles  1  . 

With  regard  to  Diptheria,  the  first  case  ocourre  i  at 
",  pi  "lire  Terrace  in  Pibhiary •  The  san&tery  irr 

the  house  "Hi  those  adjoining  were  thoroughly  examine t,  but  nothing 
was  locally  found  to  account  for  the  core.  The  patient  had,  how¬ 
ever*  a  wee  It  before  been  visited  for  a  few  days  by  a  chi  Id  from 
out  si  1  e  the  district  who  hod  a  nasx1  discharge  't  the  time  and  •. 
history  of  a  sore  throat* 

I  believe  thi  r  to  Vav*  Been  the  eo'  cce  rf  Infection* 

This  cose  *as  t  re  ate  ■  nt  ••'•or  *  ~nd  successfully  isolated  f  >'Or.i  the 

other  children  in  the  house. 

The  two  remaining  case#  of  Dipt her i a  occurred  at  Hull  Fc 
in  August  and  in  one  family  of  visitors  and  were  clearly  traced  to 
n  brother  who  had  Joined  then  here  rt  srithemsea*  convalescent  -fter 
Dlptheria*  but  with  o  discharging  sore  behind  one  ear.  'These  two 
cases  were  at  once  sent  off  to  ihe  Hull  Sanatorium  as  belonging  to 
Hull  and  the  house  thoroughly  disinfected  as  was  done  in  the  north 
Cliff  case. 

The  Fight  oases  of  Scarlet  Fever  occurred  at  various 

periods  —  Four  were  In  one  family.  Two  1r  ■  nether,  and  Two  Isolate  ! 
cases.  In  mil  the  patients  were  isolated  as  far  as  possible  and 
the  houses  thoroughly  disinfected  afterwards. 

With  regard  to  Yee sles ,  it  is  quite  evident  that  parents 
ell  her  -1  surd*  m  r '  i  or  neglect  their  responsibility  in  reference 

•erious  epidemic  which 

occurred  in  1900  ste  s  should  je  taken  to  en  orce  this  notification. 
And  I  would  suggest  that  »  leaflet  be  distributed  fr<r  home  to  house 


• 

. 

* 

• 

p 
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drawlnr  the  attention  of  householder*  to  their  reeponeibl Titles  in 

thin  connection. 

The  two  cases  of  Kntoiio  Fever  occurred  in  September  >nd 
November  at  South  Cliff  Road  and  Rest  field  House,  Queen  Street  South 
respectively  —  suite  unconnecte  d  local : tier,. 

The  South  Cliff  Hoad  case  was  traced  to  the  contamination 
of  the  drinking  (well)  water  with  towage  fro a  defective  drains. 

These  drains  were  taken  \rr  entire  ly  and  relaid  throughout  under  the 
Supervise  on  of  your  Surveyor. 

Investigation  of  the  Kaet field  House  case  gave  no  result 
beyond  the  fact  that  the  Analyst  reported  the  drinking  rater  to  be 
suspicious  ,  of  which  the  occupiers  were  notified  and  advised  to  boil 
all  water  drawn  for  doncetio  nur nones  until  the  well  be  declared  safe. 

Pending  the  solution  of  the  District  Water  Supply  difficulty 
I  ~iuat  urge  the  importance ,  especially  where  new  buildings  are  being 
erected,  of  enforcing  the  bye-laws  referring  to  the  proximity  of  drains 
to  drinking  water  wells  and  also  the  importance  of  supervising  the 
construction  of  all  new  wells,  and  the  reconstruction  of  old  ones. 

Should  unavoidable  circumstances  mke  it  necessary  that  the 
drains  should  be  within  the*  prescribed  distance,  then  they  should  be 
encased  in  cement  in  such  a  manner  as  your  Surveyor  may  consider  safe. 

The  wells  upon  which  the  District  is  entirely  dependent  for 
its  water  supply  are,  as  I  have  before  pointed  out,  constructed  without 
any  regard  to  surface  cent animt Ion;  they  are  built  from  the  bottm  of 
loose  bricks  and  only  sufficient  Lime  is  used  to  arch  these  bricks  in 
at  the  top. 

I  suggest  that  for  at  least  six  feet  from  the  surface  the 
bricks  should  be  laid  in  cement  and,  in  addition,  covered  on  the  outside 
with  cement  at  least  one  Inch  thick.  That  the  upper  six  feet  of  the 
excavation  should  be  at  least  one  foot  wider  (in  di:  meter)  then  the 
remainder,  so  as  to  leave  a  six  inch  space  outside  the  cemented  bricks, 
all  round,  vdileh  space  should  be  carefully  packed  with  clay  selected 
fro r>  ih<  bet t oi?  of  the  excavation  and  carefully  puddled  in.  That  the 
crown  of  the  well  should  be  at  least  six  inches  above  the  surface  (not 
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six  to  twelve  Inches  below,  as  is  the  present  custom)  and  that,  lastly, 
the  lip®  through  whi ch  the  pr»  draws  the  water  should  be  built  fini y 
into  the  upper  portion  of  the  cement  work,  end  not,  as  is  the  p resent 
custom,  passed  loosely  through  a  hole  in  the  dry  brick  wall,  where  it 
offers  another  Inviting  channel  to  coni aninat ion. 

I  m  quite  aware  that  there  are  other  roads  by  which  con- 
ton! rating  material  can  reach  the  water  and  that  the  well  bore  is  not 
the  only  possible  way*  —  It  is,  however,  an  important  way,  and,  I 
take  it,  about  the  only  way  within  our  control. 

I  now  give  a  list  of  the  more  important  sanitary  work  done 
in  the  District  during  the  last  three  years.  It  will  be  seen  that 


a:iong  other  tMrigs_tbe  drain*?  of  so  •<:  $KVf  TLJVf£Ll.  h.-ve  b*  en 

taken  up  ^nd  relaid  under  the  supervision  of  your  Surveyor.  '  These 
sanitary  defects  for  the  most  part  only  come  to  light  gradually  and 
the  remedy  must  therefore  be  gradual.  On  the  whole  I  think  the  mount 
of  work  done  is  satisfactory* 


PROPERTY 


OWED 


FORK  jam 


1.  3*  3,  4,  5,  6, 

Hbor  Arcade 


Geo  Punter 


1,  2,  8 

Hi ftl if l  e  1  d  Co 1 1.  ae  e s 


«T*  Patrick 


Drains  t  ake n  up ,  re  laid 
h  teste  s  Privies  re¬ 
constructed  . 

W 

Drains  taken  up,  rcl  id 
and  tested.  r ivies 

reconstructed  - 


2  &  3,  Uorth  Cliff  Terr 

4,  * 

5,  * 

6,  7,  3,  &  9,  * 

10  &  10a  Sea  View 


Miss  Clarke  ) 

) 

C.  Whit©  ) 

) 

J  Dixon  ) 

) 

Geo  C&mnl  ige  } 


Drains  taken  up,  relaid 
and  teste  d *  Pr 1 v 1 e s 

reconstructed.  Yards 
or r nent e-  . 


11,  Queen  Street  J.  Bar 

1,  3,  3,  Aina  Street 


Dr ai ns  t ak en  up ,  r<  1  ai d 
and  tested.  Privies 
tp c onr. t ruot e d ,  well 
washed  out  <£  cemented 
with  Portland  cement. 


5  &  6,  Queen9©  Terr. 


V.  Lear 

V.  Che vert on-Brown 


Main  drain  concreted 
round  and  connections 
relaid-  New  well  sunk. 
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PROPERTY 


OfrK.'SP 

1,  2*  8,  Har court  Terr-  G.  Cartridge 

4  T.  Thorpe 


WQKK  DOME 

Pr i vi e  a  r f con e t  rue t  ed . 

Dr a ins  1 ± ke n  up ,  r e 1  ai  d 

and  tested* 


1,  B,  3,  4 

Crl adstone  Vi  1  las 


T.  Chapman 


Dm3 m  taken  up,  relaid 
and  tested. 

Yards  cenentt d  * 


B  &  G,  Queen  Street 


Vise  Jefferson 


Drain;:  taken  iu;.,  relaid 
and  tested;  old  brick 
cul ve r t  .  md er  hou s  e 
taken  up. 


5,  Queen  Street 


W.  Hodgson 


Insunit  ry  or ivy  and 
sink  reconstructed. 


G  oc  ? ,  Queen  Stnrwei;  O .  <jh^r4 

2  &  S,  Cannidge  Street 


Drr A  n??  tnkoo  up,  re  laid 
and  tested;  old  catch- 
pits  abolished  and 
sanitary  gully  tripe 
substituted 


9 ,  Q.ueen  Street  Hrs  Akitt  Drains  taken  up  &  relaid 

9a  -3&  9b  Cottages  at 

rear  of  ho*  9 


Laurel  Cottage 


D.  Ho lb ora 


IQ,  Queen  Street 


Stephenson 


Prl  vy  re  c onst  ruot  *•■  ! , 
new  gullies  put  in- 


Privy  reconstructs ) 


South  Cliff  Hoad  Parra  John  Bllwood 


Sanitary  channels  put 
down  in  Cowhouse  •  nd 
floor  of  same  made  good 


9,  10,  11,  Cwridgr.  St  G.  Cawiidge  Privies,  ashpits  *md 

Gullies  reconstructed 


Arthur  Street 
( W .  Hodg s on  o c p up icr) 

2,  S,  4,  5,  6,  7,  &  8  John  r/ard 

Sea  View,  Queen  St- 


Drains;  taken  up,  re  laid 
and  tested.  Privy  re  - 
constructed . 

All  drains  taken  and 
re  laid,  new  gullies  fixe* 
whe re  ne ce s s ary .  Ur  i  na  1 
conned  •  i  with  •  «-•  d 
(  C ott  it  v c i  al  Xnn )  re co n- 
s true ted. 


W.  Cooker line 


Shop,  Queen  St  (Tec:;  5 ale)  E.  Bequest 

(Harrison) 


Drains  taken  up  So  rel  w 

P  ub  .rovided  /*  r  c  seti 


. 
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OTOER  WORK  Du; IP 

Drains  taken  up  and 
re laid.  Pans  provided 
for  closets. 


C.  W.  ?%y  Drains  taken  up  &  re laid, 

well  cleaned. 

J.  Liraon  Drains  taken  up  &  re  laid* 

Well  cleaned  out . 

*  Down  spouts  disconnected 

from  drains. 

J.  Howe 

« 

Lifeboat  House 
Eaton  House*  Princes  St. 

10*  11*  South  Cliff  Hoad  Wr-i  Gray 

13,  IS  *  "  W.  Atkinson 

11*  12*  13*  14* 

Sigh  Brighton  Street  P.  Dawson 

Pier  Hotel 

In  addition  to  inspections  made  of  special  localities 
cirounst anoes, I  made  with  your  Surveyor  systematic  inspections  of  the 
District  in  May  and  September. 

In  June  and  August  I  inspected  the  Dairies  supplying  milk  to 
the  District  and  also  the  Slaughterhouses  in  the  District.  Both  were 
on  the  whole  found  in  good  order  and  clean,  and  any  defects  at  once 
remedied  at  our  suggestion. 

The  Factory  and  Workshop  Act  1901*  which  cane  into  force  on 

1st  January,  1904,  1- nooses  nr  dutie  1  c  <k\/>oV  i  ’  1th  every  luce  of 
work  coming  under  the  Act  upon  District  Councils*  and  Medical  Officers 

of  Health  hive  now  in  their  Annual  Reports  to  report  specifically  on 


Privy  re eons trout ed 


Drains  taken  u  >  &  re  laid* 


I ) r  1  ns  t  xe n  vt;  &  re’  . i d 


Defective  Privy  3c  cullies 
made  good. 


Drains  t  iken  v  &  relaid 
to  proper  falls,  and 
Well  o leaned  out. 


Cut  off  drain  connect! 

made  good*  Well  ole a 
out  * 


Drains  taken  up  &  rel aid 


PROPERTY 

7  &  2,  Railway  Crescent 

1*  2*  3,  South  View 

1,  3*  3,  4*  5,  6,  ?,  B 

Lincoln  Terrace 
(Edward  Street) 

9,  South  Cliff  Road 

Ivy  Lodge,  Oucen  Street 
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the  administration  of  the  Act  within  their  Districts*  which  I  now 
do  oti  a  -fom  specially  prepared  for  that  purpose. 

It  will  be  observed  that  two  general  inspections  were  made 
and  that  the  sanitary  conditions  were  in  all  cases  found  to  be  satis¬ 
factory. 

A  Register  of  Workshops  has  been  duly  kept. 


I  an*  Gentle  ten* 


/ 


